STATUTES AT LARGE
LOCAL AND TEMPORARY LAWS-1964

[No. 1347

Salary, part-time secretary, Richland Soil
Conservation  District  ....................  1,260.00
6,491.70

TOTAL   ITEM   6  .......................
V1 7. PUBLIC BUILDINGS
(B)  Lights, water and  fuel  ....................
(C )  T elephones  .............................
(D) Insurance-fire and casualty ..............
(E)  Salary, Chief Janitor  .....................
(F)  Salary,  Janitor  ..........................
(G )  -Salary,  Janitor  ..........................
(H )  Salary, Janitor  ..........................
(I)  Salary,  Janitor  .........................
Salary,  M aid  ...........................
(J)  Salary, Elevator  Operator  ................
(K)  Salary, Elevator  Operator  ................
(L)  Elevator  maintenance  ... .................
(1) Salary, Maintenance Engineer ............
(2) Official expense, Maintenance Engineer ....
(N) Expense of building repairs and maintenance,
if  so  much  be  necessary  ..................

$ 21,505.47
$ 12,000.00
10,000.00
8,500.00
2,864.20
2,706.95
2,666.86
2,666.86
2,536.89
1,655.25
2,997.55
2,907.26
600.00
3,938.57
430.00
3,300.00

TOTAL   ITEM   7  ....................... $  59,770.39
Provided, the Maintenance Engineer, Janitors
and Maids shall work under the direction and
supervision of the County Supervisor or such
person as he may designate for the purpose of
keeping the Courthouse and County Agricul-
ture Building, including utilities and grounds
maintained, clean and in a state of good repair
at all times. They shall perform only the duties
and work and such hours as the County Su-
pervisor or such person as he may designate
may prescribe.
Provided, further, that the hours of operation,
maintenance, and cleanliness of elevators, shall
be under the supervision of the County Super-
visor or such person as he may designate.
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